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ACTION ITFE-05 

INFO OCT-01 EUR- 1 2 ISO-OO EA-10 DHA-02 ORM-01 SS-15 VO-03 

SCA-01 PM-03 INR-07 AID-05 INSE-00 /065 W 

— - 127365 

PR 190845Z JUL 75 
FM AMCONSUL MUNICH 

TO SENIOR CIVIL COORDINATOR IATF CAMP PENDLETON CA PRIORITY 
INFO SECSTATE WASHDC 6000 
AMEMBASSY BONN 

UNCLAS MUNICH 1470 

STATE FOR IATF 

E.O. 11652: N/A 

TAGS: CGEN, SREF, GW (DUC, LE HONG, NGIEM, XUAN NHUONG, 

TRAN, VIET QUANG) 

SUBJECT: TRAVEL DOCUMENTS FOR VIETNAMESE REFUGEES 

REF: (A) MESSAGE 315; (B) MUNICH 1412; (C) MESSAGE 219; 

(D) MESSAGE 350 

1. RE REQUEST CONTAINED PARA 3 OF REF D CONCERNING LE HONG 
DUC, HERR STROBEL IS NOT IN HIS OFFICE TODAY. CONGEN WILL TRY 
AGAIN MONDY, JULY 21. 

2. RE XUAN NHUONG NGHIEM, HIS VIETNAMESE SPONSOR HAS BEEN TOLD BY 
LOCAL GERMAN AUTHORITIES THAT NGHIEM'S APPLICATION HAS BEEN 
REFUSED BECAUSE GERMANY "ALREADY HAS TOO MANY VIETNAMESE". WE 
HAVE ENCOURAGED HIS SPONSOR AND FATHER GERHARDS TO CONTINUE THEIR 
EFFORTS AND TO GET IN TOUCH WITH IRIS TRAN, SPONSOR OF VIET QUANG 
TRAN, SUBJECT OF NEXT PARAGRAPH. WILL SUPPLY FURTHER INFO 

WHEN AVAILABLE. 

3. RE VIET QUANG TRAN, WE WERE FINALLY ABLE TO CONTACT MRS. TRAN 
JULY 14, WHO PAINTED A SOMEWHAT MORE OPTIMISTIC PICTURE. SHE 
SAID A DECISION WAS TO BE TAKEN AT FEDERAL LEVEL IN BONN ON JULY 
16. SHE HAS, AS OF TODAY, JULY 18, NOT BEEN NOTIFIED OF RESULTS OF 
UNCLASSIFIED 
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MEETING. WILL SUPPLY FURTHER INFO WHEN AVAILABLE. 
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4. CONGEN REGRETS DELAYS WHICH HAVE BEEN CAUSED IN PART BY 
DIFFICULTIES IN CONTACTING SPONSORS AND IN PART BY DELAYS IN THEIR 
CONTACTING CONGEN WITH INFO WE REQUESTED THEM TO PROVIDE.SPIVACK 


UNCLASSIFIED 
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Current Classification: UNCLASSIFIED 

Concepts: TRAVEL DOCUMENTS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 19 JUL 1975 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975MUNICH01470 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D750250-0467 
From: MUNICH 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t19750739/aaaabine.tel 

Line Count: 65 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION ITFE 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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